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HARYANA GOVT. GAZ., OCT. 20 , 1998 (ASVN . 28, 1920 SAKA) 


{ PART I 


ELECTION DELARTMENT 


The 8th October , 1998 
No. Elec,-98/2AA- 10460.-- The Governor of Haryana is pleased to appoint Shri M.K. Mahajan , 
HCS , City Magistrate, Kurukst.ctra as District Electoral Officer, Kurukshetra in addition to his own 
duties with effect from 4th Septomber, 1998 (F. N.) 

The 25th September, 1998 
No. Elec .-98 / 2AA 10284. – The Governor of Haryana is pleased to appoint Sbri Vivek Atray , 
HCS , City Magistrate , Narnaul as District Electoral Officer , Narpaul In addition to his own duties with 
effect from 7th September, 1998 (F.N.), 

CHANDER SINGH , 
Secretary to Government, Haryana , 

Eloction Department. 
P.W.D. PUBLIC HEALTH BRANCH 

The 26th August, 1998 
No. 2 /11/87- PH (1).- In exercise of the powers conferred under section 3(2) of Haryana Act 
No. 20 of 1995 ( The Haryana Service of Engineer , Class- I P.W.D. Department) read with Appendix 
‘ A ’ of the Rules, sanction of the Governor of Haryana is hereby accorded to this fixation of strength 
of servicc/ cadre of class - 1 service as on 1st January, 1996 , Ist January 1997 and 1st January , 1998 , as 
per details given below : 
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The Governor of Haryana is further pleased to order that the break up of the number of 
senior cadre posts as shown in column 2 above , in the Haryana Service of Enginoor Class - I PWD 
(Public Health ), in to Civil and Mechanical and further break up of cadre post into posts of Executive 
Engineer , Superintending Engineer , Chief Engincer and Engineerin - in -Chief, shall be as under : 


Mechanical 


Civil 


Year 


Chief 


SE 


EE 


SE 


Total No. 
of Senior 
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Dated , Chandigarh 
the 24th August, 1998 . 


VIRENDRA NATH , 
Financial Commissioner and Secretary to Government, Haryana , 

PWD , Public Health Department. 


LATE NOTIFICATION 


